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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D.C. 20505 


Deputy Director for National Foreign Assessment 


NFAC 8375-8l-a 
23 December 1981 


MEMORANDUM FOR: Director of Central Intelligence 
Deputy Director of Central Intelligence 


VIA: Deputy Director for National Foreign Assessment 
National Intelligence Officer for Warning 


FROM: =e 25x" 
Special Assistant for Nuclear Proliferation 
Intelligence 


SUBJECT: Warning Meeting--Nuclear Proliferation 2 2X1 
The Interagency Intelligence Working Group on Nuclear Pro- 


liferation met on 16 December 1981 to discuss warning matters. ' 


Attached is my report based on the discussion that took place. 
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Attachment: 
Warning Report i 
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